Cory  Methodist  Church  was  acquired  at  the  cost 
of  a  quarter  of  a  million  dollars.  This  tremendous 
block-long  structure  extending  between  Drexel  and 
Grantwood  Avenues  on  East  105  Street  houses  a 
beautiful  and  spacious  church  auditorium.  500- 
seat  capacity  banquet  hall,  indoor  swimming  pool, 
gymnasium,  numerous  meeting  rooms  and  church 
offices. 
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